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THE APPRAISAL OF CONTENT IS TENTATIVE. 
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The HF Works are producing from 1,000 to 1,200 good tubes per day at the present 
^ ’ ls a wastage of about 30 percent in the cathode fiivision, against 

ln normal times. This enormous increase in wastage is 

aceSSngto qUal±ty 0f ' the Wire f ° r the colls that g° ® a <* cathode. 

The assembly division, which is concerned with the final mounting of tubes is 

anodes, for which there is a shortage of the necessary P2 iron plate. This arrears 
is a particularly tender point because of the importance attached to this tube, 

shMt^fo^+S’+^^ffH^Ao 10 ? ls 8 ? s P acted > ^oause in a delivery of 620 mica 
sheets for the tube " 6 L 6 ", 500 pieces lacked a hole for the grid strut. 

m * aBur ® m ® n i s °i th ® 8 ®ccnd grid of "6SA7" are 8 x 8 x 4.31 radius. 
Cross-section measurements of the third grid are J.l *.6.5 x 4.1 radios. 

rS! e ° ti0a dim * n8i0n ' S 0f the M00nd erid of the tube -6SA7" are 2.69 * 7.0 * 7.0 
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